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9203200249 Trip rept of 911119-22 visit to plant re bolting audit to gain info as part of
closeout of generic safety issue 29, "Bolting Degradation or Failure in Nuclear Power
Plants." Rept contains recommendations for consideration.

HOFFMAN.S.T. Project Directorate 11-1. 92/03/13. HAIRSTON.W.G. Southern Nuclear
Operating Co. 6pp. 60991:110-60991:115.

9203200330 Forwards first quarter FY92 update of GIMCS.Rept reflects major activities
that occurred during reporting period.

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 92/03/11
TAYLOR.J.M. Ofc of the Executive Director for Operations. 3pp. 60998:025-
60998:159.

-9203200365 "Generic Issue Mgt Control Sys First Quarter FY92 Update."

*  NRC - No Detailed Affiliation Given. 92/01/31. 133pp. 60998:028-60998:159.

9203230080 Forwards response to Generic Ltr 91-13, "Request for Info Related to Res-
olution of Generic Issue 130 'Essential SWS Failures at Multi-Unit Sites,' per

RUEGER.G.M. Pacific Gas & Electric Co. DCL-92-061. 92/03/17. Document Control
Branch (Document Control Desk). 16pp. 61103:319-61103:334.

9203230152 Forwards redrafted SSER 2 re seismic qualification util group generic im-
plementation procedure, rev 2.

SEARS.P.M. Project Directorate I-3. GL-87-02. 92/03/13. Project Directorate I-3.
48pp. 61068:078-61068:123.

9203240211 Responds to Generic Ltr 91-13, "Request for Info Re Resolution of Gener-
ic Issue 130, 'Essential Svcs Water Sys Failures at Multi-Unit Sites."1 Addl refinements
will be contained in TS amend expected to be submitted by 921231.
CHRZANOWSKI.D. Commonwealth Edison Co. GL-91-13. 92/03/16. MURLEY.T.E.
Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp. 61100:012-
61100:013.

9203250283 Advises that 911028 response to generic Itr 91-06 meets reporting require-
ments of generic Itr.

ENGLE.LB. Project Directorate II-2. TAG M81467. 92/03/18. STEWART.W.L Virginia
Power (Virginia Electric & Power Co.). 3pp. 61086:051-61086:052.

9203260272 Forwards SE accepting util 910506 program to resolve conduit & conduit
support issues at plant.pending proper implementation.

WILLIAMS.J.F. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). TAG M80689. 92/03/20. Tennessee Valley Authority. 2pp. 61115:094-
61115:100.

-9203260278 Safety evaluation accepting util program to resolve conduit & conduit sup-
port issues.pending proper implementation.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/20. 5pp.
61115:096-61115:100.

9203270011 Advises that response to Generic Ltr 91-06, "Resolution of Generic Issue
A-30,Adequacy of Safety-Related DC Power Supplies,Pursuant to 10CFR50.54(f),"
currently under review.

STRANSKY.R. Project Directorate 111-1. GL-91-06. 92/03/20. BECKMAN.W.L Con-
sumers Power Co. 1 p. 61109:084-61109:084.

9203270156 Informs that response to NRC Generic Ltr 91-11, "Resolution of Generic
Issues 48.LCO for Class 1E Vital Instrument Buses & 49 Interlocks & LCO for Class
1E Tie Breakers.Pursuant to 10CFR50.54(f)," acceptable.

HICKMAN.J.B. Project Directorate III-2. GL-91-11. 92/03/24. KOVACH.TJ. Common-
wealth Edison Co. 2pp. 61109:308-61109:309.

9203270238 Notation vote response sheet approving.SECY-92-025, "Resolution of Ge-
neric Safety Issue B-56, 'DG Reliability.1"

ROGERS.K.C. Commissioners (Post 750119). 92/02/11. CHILK.SJ. Office of the Sec-
retary of the Commission. 1p. 61109:351-61109:351.

9203270244 Notation vote response sheet approving w/comments, SECY-92-025,
"Resolution of Generic Safety Issue B-56.DG Reliability."

THE CHAIRMAN, SELIN.I. Commissioners (Post 750119). 92/02/12. CHILK.S.J.
Office of the Secretary of the Commission. 2pp. 61109:352-61109:353.

9203270250 Notation vote response sheet approving w/comments SECY-92-025,resolu-
tion of generic safety Issue B-56 "DG Reliability."

CURTISS.J.R. Commissioners (Post 750119). 92/02/24. CHILK.SJ. Office of the Sec-
retary of the Commission. 16pp. 61109:354-61110:008.

9203270252 Notation vote response sheet.approving SECY-92-025, resolution of gener-
ic safety Issue B-56 "DG Reliability."

DE PLANQUE.E. Commissioners (Post 750119). 92/02/26. CHILK.S.J. Office of the
Secretary of the Commission. 1 p. 61111:208-61111:208.

9203270287 Staff requirements memo re SECY-92-025,resolution of generic safety
issue B-56 "DG Reliability."

CHILK.S.J. Office of the Secretary of the Commission. 92/03/06. TAYLOR.J.M. Ofc of
the Executive Director for Operations. 17pp. 61111:219-61111:235.

I&E INSPECTION AND ENFORCEMENT

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-90-025
S01. 92/02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-
60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-83-11. 92/
02/18. Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-84-55.
92/02/24. Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-88-17. 92/
02/25. Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-89-10. 92/
02/26. Consolidated Edison Co. of New York. Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-86-10. 92/
02/28. Consolidated Edison Co. of New York. Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-92-004,
92/03/02. Consolidated Edison Co. of New York. Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203030013 PNO-l-92-007:on 920226,Kadak announced that util will permanently cease
operation at plant & will prepare plant for decommissioning.Decision based on high
cost associated w/reactor pressure vessel work & undefined restart criteria.
ROGGE.J., PERRY.N. Region 1 (Post 820201). 92/02/26. 2pp. 60753:049-60753:050.

9203030251 PNO-lll-92-007B:on 920225,augmented insp team updated review of loss
of shutdown cooling while reactor water level being lowered.Caused by electronic
level measuring equipment not functional.

JORGENSEN.B., SHAFER.W. Region 3 (Post 820201). 92/02/26. 2pp. 60754:303-
60754:304.

9203030266 PNO-lll-92-008:on 920224,licensee reported that moisture density gauge
had been stolen from pickup truck parked at employee home in Columbus.OH during
previous night. Licensee notified police & Ohio Dept of Health.

SCHULTZ.W.,   GROBE.J.   Region   3   (Post   820201).   92/02/26.   1p.   60754:292-
60754:292.

9203030280 PNO-lll-92-007:on 920220,while unit 2 shut down for refueling,licensee low-
ered water level in reactor vessel in preparation for installing steam generator nozzle
dams to allow inservice insp of steam generators.

JORGENSEN.B.L. SHAFER.W. Region 3 (Post 820201). 92/02/21. 1p. 60754:261-
60754:262.

9203040020 PNO-IV-92-015:on 920226,licensee notified NRC of contamination in unre-
stricted area.Contamination limited to instrument support racks on rear of instrument
control panel.Cause unknown,Licensee has not issued press releases.

*  Region 4 (Post 820201). 92/02/27. 2pp. 60767:052-60767:053.

9203040068 PNO-l-92-008:on 920227.RSO informed Region I of incident involving dose
received by engineer during source change for high dose remote aflerloader.Caused
by tube disconnected from safe.

CAHILL.M., SHANBAKY.M.M. Region 1  (Post 820201). 92/02/28. 2pp. 60767:154-
60767:155.

9203050106 PNO-V-92-005:on 920225,unusual event declared when upon enten'ng TS
3.0.3 both post-LOCA hydrogen recombiners declared inoperable.Cause of flooding
under investigation. Licensee issued press release & notified Region V.
JOHNSON.P.,  PROULX.D.  Region  5  (Post 820201).  92/02/26.  2pp. 60790:265-
60790:266.

9203050224 EN-91-078A:on 920304,notice of proposed imposition of civil penalty in
amount of $25,000 issued to licensee based on violations representing Severity Level
III problem in mgt of Radiation Safety Program.

KLINE.E., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-096. 92/03/04.
1 p. 60838:003-60838:003.

9203060099 PNO-II1-92-010:on 920302,licensee reported that moisture- density gauge
containing 10 mCi Cs-137 & 50 mCi Am-241 stolen from locked pickup truck.Licensee
notified local police & plans to issue news announcement.

SCHULTZ.W..   GROBE.J.   Region   3   (Post  820201).   92/03/02.   1p.   60804:194-
60804:194.

9203060180  PNO-lll-92-009:on  920229,licensee personnel observed fuel  assembly
stuck in upper guide structure while being lifted from reactor in preparation for
refueling.Containment integrity established by closing equipment hatch.
JORGENSEN.B.. SHAFER.W. Region 3 (Post 820201). 92/03/02. 2pp. 60804:275-
60804:276.

9203090088 PNO-l-92-009:on 920303,patient vomited 5.3 mCi 1-131 on public street en-
route from hosp.State of NJ notified.No adverse effects to patient.public or environ.

*  Region 1 (Post 820201). 92/03/04. 2pp. 60833:059-60833:060.

9203090125 EN-92-019:on 920304 notice of violation & proposed imposition of civil
penalty in amount of $7,500 will be issued.based on significant lack of mgt attention &
oversight of licensed activities.

HOLODY.D.,   MARTIN.T.T.   Region   1   (Post  820201).   EA-92-027.   92/02/28-   1p.
60948:152-60948:152.

9203090157 PNO-lll-92-009A:on 920302, licensee successfully removed fuel assembly
from reactor core & placed it in fuel transfer cart for placement in spent fuel storage
pool.Region III monitored critical recovery steps on continuous basis.
JORGENSEN.B., SHAFER.W. Region 3 (Post 820201). 92/03/03. 1p. 60833:108-
60833:108.

9203100006 PNO-lll-92-011:on 920303,radiation safety officer reported that 10 1-125
brachytherapy seeds that had been implanted in patient removed during surgical pro-
cedure & lostSurveys of surgery areas conducted.No evidence of radioactivity found.
SLAWINSKI.W., GROBE.J. Region 3 (Post 820201). 92/03/05. 2pp. 60843:015-
60843:016.

LCAHILL.WJ. Texas Utilities Electric Co. (TU Electric). TXX-92120. 92/03/16. Docu-
